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[Abstract:] Deposit & purchases mems. incomplete... 898 


The Mint of the United States, 
At Philadelphia, Penn., 
September 13, 1880 


Sir 


The memorandum received to day are not suited to our purpose. The deposit memo 
should have a column for ozs. as deposits are paid only in bars and reported in ozs., not in 
dollars. The purchase mem. has no column for fine weight which we are required to report. The 
gold columns are not required as we have special memos. for deposits containing gold. 


Very Respectfully, 
J.L. Eyster 


A. Loudon Snowden 
Supt. 


